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NARA RG104, Entry 1, Box 128 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
April 21, 1883 


A. Loudon Snowden Supt. 
Sir, 
In reply to letter of the Acting Director April 20, 1883, I have to say the minor coins 


received on Transfer Order No. 11219 dated April 3d 1883 and said to be $2788.19 counted as 
follows viz: good coin but unfit for circulation 


$2785.20. 
Counterfeit 2.11 
Silver 10 

$2787.41 
Short 78 

$2788.19 


The 2.89 counterfeit & short was made good by check of Treasurer U.S. the silver 10¢ 
was exchanged for Minor Coin thus making up the amt. claimed. 


Counterfeit returned. 


Very Respectfully, 
Jas. C. Eyster 


